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TABLE   44

Distance between Library & Workspot
Percentage Distribution FacuJty-wise

Sample Size
				
Opinion
	Total
	Sciences
	Social
	Humanities


	
	
	Sciences
	


	336
	206
	82
	48


	o/ /o
	<y /o
	%
	%

Satisfactory
	55.6
	43.2
	73.2
	79.1

Average
	25.9
	35.0
	11.0
	12.5

Not satisfactory
	14.0
	18.4
	8.5
	4.2

Not responded
	4.5
	3.4
	7.3
	4.3

This trend of opinion is the same in the individual disciplines
also. Further there are more respondents of Social Sciences
and Humanities among the satisfied grcup. The obvious
reason for this is that the University Library is at present
located by the side of the Arts College where most of the
Social Sciences and Humanities departments are situated,
whereas the Science College buildings are situated at a
comparatively more distant place.

General Atmosphere in the Library:

The need to maintain proper and congenial academic
atmosphere and cjuiteness in the Horary to facilitate effective
us& of the library by readers for maximum hours cannot b^
underestimated. If the atmosphere is not congenial readers
miy be generally reliidiani to corne to the library. As a
nri&asute to ascertain the ytews $ respondents abouvf nil
feature of the library it is elucidated in fabla 46, which
indicates thdt in general the respondents ate happy (about
5d%) vviih the atmosphere in the library, Mowever, there Is
an efemem of dissa'tisfa'ctjoh, though Very less*